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Patent Pending 


ie a youth in. the 
‘Arabian Nights” becomes 
possessed of a magic lamp and 
ring, on rubbing which two genii 
appear, who are the slaves of the 
lamp and ring respectively, and 
who execute the bidding of any- 
one who may have these in his 
keeping. 
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A New Field for Lighting 
Equipment Industry 


Every home that has electric current is a pros- 
pective customer. | 


With Luminart Products and the present 
lighting equipment, the purchaser may have two 
methods of lighting the home. 


A flood of light from the ceiling fixture now in 
use, or the soft mellow light of the candle flame 
with its shadow effects that create an atmosphere 
of indescribable charm. 


Fifteen Luminart bulbs — some located on 
mantle shelf with appropriate Candle holders; 
Sconces hung in corners or on the door casings; 
Lanterns suspended from upper casings of door- 
ways between portieres; the Magi lamp on the 
bookcase or radio cabinet, lend an effect of ar- 
tistic beauty rarely, if ever before, witnessed in 
the modern American home. 
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~«, Real Flame Gffed 


ACTUAL SIZE PATENTS PENDING 





No. F-767 


UMINART 6 volt bulb has the smallest lamp base ever pro- 
duced, about the size of a candle wick. 


Operated at full capacity, brilliancy is slightly over one can- 
dle power. Life of bulb is soo burning hours or more. Cost 
of operation, about one cent for five hours including cost of 
bulb. A number of these bulbs on test burned constantly for 
more than 2000 hours. 


Can be operated on r1o volt lighting circuit by using prop- 
erly tested resistance wire, or a Luminart Transformer. The 
best results are obtained when transformer is used (see 


page 6). 


A. most economical night light. When used with ‘Trans- 
former will illuminate Hall, Stair-landing, Nursery, etc., 


from dusk to dawn for a current cost of approximately ONE 
CENT: 


From the artistic viewpoint, its decorative features, when 
placed in appropriate settings, are greatly admired. 


These bulbs are guaranteed against mechanical defects. 


~, Luminart Gandles 


Are real wax candles made from the same materials as many high grade wick 
candles. They will not bend or melt unless subjected to unusual heat. 


If properly cared for the Luminart candle will last indefinitely. It may be 
used at the first event and also at the soth anniversary of that first event. 


One of the most practical and useful novelties offered today. No two alike; 
they are hand dripped. 


Straight @anills 


WITH DRIPS 
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No. F=/69 17 dia7x 2” to 7” long 

No. F-769 1” dia. x 8” to 12” long 
Noss =/69"0 VL edia.2xo1 Seto. IS long 
No. F-769° 1” dia.x 19” to'24” long 
No. F-805 14” dia. x 2” to 7” long 
No. F-805 1%” dia. x 8” to 12” long 
No. F-805 1%” dia. x 13” to 18” long 
No. F-805 154” dia. x 19” to 24” long 
Nos H-8226 2 dia. x2 to-/“ long 
ENOL eS 27 diaerG a tolee long 
Nosel=82252 dia. x 13” to 167 long 
No. F-822 2” dia. x 19” to 24” long 
Now 28235 0 lee odiasx2 to.7 Jong 
No. F-82314” dia. x 8” to 12” long 
No. F-823 1%” dia. x 13” to 18” long 
No. F-823 1%” dia. x 19” to 24” long 
Now F-83598 094" dias x 2 to. > Along 


“Gapered “Without Drips 


No. F-824 7%” dia. x 9” long 
No. F-824 7%” dia. x 12” long 
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Standard colors: Bees-wax, White, Yellow, 
Red, Green and Jade. 


Our colored candles are no more subject to 
fading than is customary with ordinary wax 
candles. 





Special sizes and colors quoted upon request. 


Patents applied for 


All candles have standard candelabra screw base at bottom and special socket 
at top into which No. F-767 bulb may be screwed. 


Patents applied for 


=. Luminart “Oransformer 


15 Watt Luminart Transformer 
For 110 to 120 Volts Alternating Current Only 


This transformer is especially designed to be 
used with Luminart Bulbs and Candles. It has 
a thermostatic heat control which automatically 
shuts off the current if heat should reach 165 
degrees, due to a short circuit anywhere along 
line of wiring. This device makes your invest- 
ment a permanent one as the transformer and 
Wiring circuit are fully protected. 


The capacity of 15 watts will allow 15 Lum- 
inart lamps to burn at one time at a power con- 
sumption cost of about one cent for five hours. 





No. F-811 


Y% Actual Size 


Not more than fifty feet of No. 14 wire should be used with each 
transformer. It is best to place the transformer as near centre of 
circuit as possible; instead of running a fifty foot length one 
way, we suggest running two twenty-five foot lengths from the 
Same connecting posts in opposite directions, 


If wire is run under flooring use regular No. 14 rubber covered 
wire. 


=~. Luminart Resistance Unit = 


No. F-838 Resistance Unit may be used for single light 
candlesticks. It is especially made conductor which reduces 
the current from 110 volts to 6 volts, the capacity of a single 
Luminart bulb. Each length is tested at our factory and 
must not be shortened. When shortened the resistance to 
the current flow is lessened and permits too much current to 
enter the bulb, which is a cause for quickly burning out. 
With the proper length, however, the life of the bulb will 
average 500 hours or more. 

The power consumption of this unit is about 15 Watts, one 
watt consumed by the bulb and 14 watts dissipated through 
the wire in the form of heat. These units may be operated oD 
on either alternating or direct current. 

The cost of operating one bulb by this method is equal to 
operating 15 bulbs when transformer No. F-811 is used. 
We, therefore, recommend use of transformer if you have 
alternating current. No. F-838 
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sx, cAs Simple As “Wiring a Christmas “Gree = 








The main circuit from the 
Transformer to all recep- 
tacles No. F-812 should be 
No. 14 gauge conductor No. 
F-836. It is made to our 
specifications, small in size 
and hardly noticeable when 
placed along mouldings, base 
board, door casings, etc. It 
is possible for anyone when 
using these materials to have 
tiny receptacles No. F-812, 
placed wherever they choose, 
to have a Luminart Bulb 
lighted, for decorative or il- 
luminating purposes. 


If you desire to have a pair 
of candlesticks lighted on 
your mantle shelf, just run 
No. F-836 wire from the two 
terminals on the transformer, 
along the mouldings, attach 
two No. F-812 midget re- 
ceptacles and you may have 
the current conveniently lo- 
cated for your purpose and 
the source from which the 
current emanates is rarely in 
view. In nearly every in- 
stallation the transformer 
may be concealed behind a 
piece of furniture. 
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F-813 
Attachment Plug 
54" Diameter 

















We 


Ne FSi 
TRANSFORMER 
FOR ALTERNATING 
CURRENT ONLY 
1 1015 LIGHTS 





NSF Sat 
x FASG. WIRE 


DIRECTIONS { Ne F-813 
: SLIP WIRE INTO SLOTS AT i} LUMINART MIDGET 
LOCATION DESIRED, FASTEN ATTACHMENT PLUG 
WITH SIRE SCREWS THEN NAIL bi 
ON WALL,MOUL DING, OR ANY —— Ne F-8i2 
i j LUMINART MIDGET - 
RECEPTACLE 4 
ES Leff 


\ INCONSPICUOUS PLACE NEAREST TQ = S 
A _ CANDLE STICK 
a 
— _ N° F-836 
yf 4G. WIRE 


TO REGUS VOLT 
~ ALG. FLOOR OUTLET 





Among the illustrations following will be found sey- 
eral showing units having more than one candle 
marked, “wired for transformer circuit.” These units 
are intended for use only where a transformer circuit 
(alternating current) is provided and will not operate 





with resistance units. 


F-812 


Receptacle 


5¢’” Diameter 








No. 70547 
11” High 6” Wide 
F-769-2” Candle 


Clear Glass Panels 
Old Iron Finish 





No. 70532 


16” High 9” Extension 
F-769-4” Candles 


Old Iron Finish 
Wired for transformer circuit only 
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Anatmosphere of peace 
and restfulness is 
acquired when the Hall, 
Living Room and Dining 
Room are illuminated 
with Luminart Candles 











and bulbs. 
On, 
No. 70588 eArt Craft Fixture Co. 
70” Hi é 
F-76934" Ce les Newark, N. J. 
No. 70529 Old Iron Finish 


Wired for transformer circuit only 
7%” High Glass No. 057 
F-769-2” Candle 
Rusty Iron finish 





No. 70551 
Length 12” Width 4” 
F-805-2” Candle 


Clear Glass Panels 
Old Iron Finish 


Wired for transformer circuit only 





No. 70528 


Length 834” Width 5” 
F-769-2” Candle 


Rusty Iron Finish 





No. 70587 


70” High 
F-805-2” Candle 


Clear Glass Panels 
Old Iron Finish 


eArt Craft Fixture (o. 
Newark, N. J. 





No. 70550 
Length 12” Width 4” 
F-805-2” Candle 


Clear Glass Panels 
Old Iron Finish 





No. 70556 


15” High 
F-805-6” Candle 


Old Iron Finish 


No. 70536 


Length 17%” Spread 714” 
F-769-2” Candle 
Glass No. 057 
Old Tron Finish 
Wired for transformer circuit only 


pageant 





No. 70584 


1114” High Base 5” 
F-769-5” Candle 


Swedish Iron finish 





ee . eae 
No. 70540 
64” High 17” Spread 


F-805-6” Candles 
Old Tron finish 


Wired for transformer circuit only 
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No. 70531 
Length 18” Spread 714” 
F-769-2” Candle 


Glass No. 057 
Old Tron finish 
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The cost of burning these 
bulbs is so small that 
you may have your home 
dimly lighted all night 
without any appreciable 
increase in your lighting 


bill. 
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eArt Craft Fixture (o. 
Newark, N. J. 
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No. 70585 


66%” High 22” Spread 
F-805-6” Candles 


Old Iron finish 
Wired for transformer circuit only 





No. 70521—Four Light 
Se: Art Craft Fixture (Co. No. 70525 


62” High 8” Spread 66” High 
F-805-7” Candles Newark, N. i F-805-7” Candles 
Swedish Iron finish : Swedish Iron finish 
Wired for transformer circuit only Wired for transformer circuit only 
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Decorate with \ 
eArtistic Lighting reed) 
Equipment pu 
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=| No. 70285 
E fy z 
ei 914” High 
, \ F-769-7” Candle 


Swedish Iron finish 








No. 70281 


10%” High 
T-769-7” Candle 


Swedish Iron finish 





eArt Craft Fixture (Co. 
Newark, N. J. 





No. 70559 


66” High 1414” Spread 
F-805-6” Candles No. 70554 
Old Iron finish 17” High 
Wired for transformer circuit only F-824-9” Candle 


Copper Verde finish 
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No. 70548 


Length 10” Extension 434” 
I-769-3” Candle 


Copper Verde finish 








Enjoy the delightful 
mellow illumination of the 
Luminart Candles when 
conversing with your ; 
guests or listening toa 4 

radio reception 








Decorate with 
No. 70562 Artistic Lighting 


60” High 8” Spread : 
F-824-9” Candles Equipment 
Green and Gold finish 


Wired for transformer circuit only 





No. 70583 


1514” High 5” Base 
F-769-5” Candle 


Swedish Iron finish 
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No. 70527 


F-769-2” Candle 


Swedish Tron finish 
Wreaths not included 








No. 70560 


16” High 








This wreath is shown only for 
the purpose of illustrating the 
application of No. 70527. 


~sw 








Christmas wreaths illuminated 
with the Luminart real wax can- 
dles and bulbs are most realistic. 


In addition to its attractive- 
ness the economic feature is 
something to be considered. 
When operating from No. F-811 
transformer, you may burn fif- 
teen bulbs at one time for a cur- 
rent cost of one cent for five 
hours or three bulbs for 15 hours 
for one cent. The bulbs if prop- 
erly cared for will last for sev- 
eral holiday seasons before re- 
newals are necessary. 








16%” Long 
F-824-9” Candles 


Old Iron finish 
Wired for transformer circuit only 
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Art Craft Fixture (Co. 
Newark, N. J. 





No. 70558 
7%" Wigh 
I’ 769-5” Candle 
Old Iron finish 





No. 70557 


12” High 5” Base 
F-824-9” Candle 


Copper Verde finish 





No. 70546 
17” High 9” Spread No. 70555 


F-769-5” Candles 
Old Iron finish 


Wired for transformer circuit only 


12%” High 4” Base 
F-769-5” Candle 


Old Iron finish 





No. 70543 


714” High Glass No. 058 
F-769-2” Candle 


Old Iron finish 
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= 
No. 70289 


10” High 434” Base 
F-769-7” Candle 


Polished Brass finish 





No. 70538 


12” High 
F-769-5” Candle 
Polished Brass finish 
Silver finish 20% extra 


Reminiscences of the 
Days of Our Forefathers 











se~ 





No. 70586 


60%” High 6” Sq. Base 
F-769-4” Candle 
Glass No. 072 
Old English Bronze 


Decorate with 
Artistic Lighting 
Equipment 
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No. 70530 


714” High 
No. 049 Cut Glass 
F-769-2” Candle 


Polished Brass finish 
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No. 70553 
21” High 5” Base 
F-805-7” Candle 
Polished Brass finish 
Silver finish 20% extra 


! Expressions of the 
| Spirit of Colonial Times 








FON 





No. 70281-B 
1014” High 434” Base 
* F-769-7" Candle - No. 70284 
1134” High 4” Base 


Old English Bronze finish 


: 


F-769-7” Candle 


Polished Brass finish 
Silver finish 20% extra 
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No. 70552 


19” High 5” Base 
Cut-Glass No. 071 
F-769-3” Candle 
Polished Brass finish 
Silver finish 20% extra 


No. 70539 
1414” High 
F-769 5” Candle 


Polished Brass 
Silver finish 20%, extra 





“No. 70544 


boas eArt Craft Fixture (o. 
F-769-5” Candle Newark, N J 


Polished Brass finish 
Silver finish 20% extra 
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No. 70526 


814” High 4” Extension 
F-769-2” Candle 
Polished Brass finish 


Built for the corners of a 
room or stair landings. 





No. 70524 


8” Long 4” Wide 
F-769-2” Candle 


Polished Brass finish 
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No. 70522 


814” High 4” Wide 
F-769-2” Candle 


Polished Brass finish 





No. 70283 
5” Wide 3%" High 


Old English Bronze 


eArt Craft Fixture (Co. 
Newark, N. J. 





No. 70541 
Metal Candle 
91%” Long 
4 Eveready Batteries 
Ivory finish 


No. 70519 
1814” High 1014” Spread 
F-769-5” Candles 


Polished Brass finish 
_ Silver finish 20% extra 
Wired for transformer circuit only 


~AT 








The No. 70541 is a metal candle fin- 
ished to imitate a wax candle and is 
intended for use in pageants or church 
processionals. It contains four No, 935 
Eveready dry cells. 


The candle itself will last a lifetime. 
The bulb will average 500 hours of 
life or more. 


The life of the batteries is the same 
as any good flashlight dry cells. 


These candles may be carried by 
children without the fear of fire haz- 
ard, a feature which is extremely im- 
portant. 








FN 
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Decorate with 
Artistic Lighting 


Equipment 





No. 70545 


13” High 
F-824-9” Candle 
Polished Brass finish 
Silver finish 20% extra 
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No. 70573 
30” High 
F-805-12” Candle 
Polished Brass finish 





No. 70503 


1834” High 
F-769-7” Candle 


Polished Brass finish 
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No. 70514 


1434” High 
F-769-7” Candle 
Polished Brass finish 


~~ 


A pair of candlesticks on the 
mantle shelf recalls the time 
when early in the history of our 
country this luxury was only en- 
joyed by the wealthy citizen of 
the Colonies bordering the At- 
lantic seaboard. : 


It was the duty of one of the 
slaves to keep the candle holders 
free from grease and to polish 
them by hand periodically. This 
laborious work is now eliminated 
by using Luminart candles which 
do not melt unless subjected to 
unusual heat and the finished 
metal is prevented from tarnish- 
ing by a covering of transparent 
lacquer. 


To clean them use a soft dry 
cloth. 
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No. 70582 


16%” High 
Cut Glass No. 050 
F-769-3” Candle 


Polished Brass finish 


eArt Craft Fixture (Co. 
Newark, N. J. 


selene 
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No. 70571 No. 70569 ‘ 

1334” High | aed 13%4” High | 

F-835-5” Candle F-835-5” Candle p 
Polished Brass finish ie . Polished Brass finish 





No. 70572 No. 70570 
rage 18” High 
1714" High F-769-7” Candle 
F-769-7” Candle Polished Brass finish 
Polished Brass finish aes Ear 
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No. 70580 









53¢” Long 234” Wide 
F-769-4” Candle 


No. 70577 
Polished Brass finish 934” Long Si” Extension 
No. 70581—Two Lights 


F-769-4” Candle 
Polished Brass finish 
No. 70578—Two Lights 
No. 70579—Three Lights 
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No. 70576 
‘Decorate with 21” High 1334” Spread eArt Craft Fixture (o. 
ere ‘i : F-769-5” Candles N N 
Artistic Lighting Polished Brass finish EWARK, N. J. 
R : Wired for transformer circuit only 
Equipment 
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No. 70574 
1714” High 614” Spread 
F-835-5” Candles 


Polished Brass finish 
Wired for transformer circuit 





No. 70575 
18” High 834” Spread 
F-769-5” Candles 


Polished Brass finish 
Wired for transformer circuit 


No. 70563 
1034” High 314” Base 
F-835-5” Candle 
Polished Brass 


finish 





No. 70509 eArt Craft Fixture Co. 


21” High 7%” Spread 
F-769-7" Candles Newark, N. J. 


Polished Brass finish 
Wired for transformer circuit 
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= 6quipment For Wiring Candle Sticks = 
Vans 


F-771A 
Brass Shell Socket 








<——_ 
ope F-767 Candles are shown 
Rubbers See Page 4 on Page 5 
Adapter 
S-466 
Full Size 
A clip for holding wire 
in corner of moulding. 
F-837 
Wire 
F-813 
Attachment 
Plug 





S-467 
Full Size 


Copper terminals which 

may be attached to the 

ends of wire for con- 

necting to binding posts 
of transformer. 


No. F-787—No Plug 
No. F-787 A—With Plug 





Full Size 
Just draw wire through hole in your No. F-811 
candle stick, connect plug and your YZ Actual Size 
stick is then completely wired for ; P bo eal 1 
Luminart candle and bulb. You Transformer Operates 1 to 15 lights on 110-120 volts al- 
must use, however, either F-811 " ternating current only. Larger transformers may be ob- 
Transformer or F-838 Resistance tained that will operate any number of lights. 


Unit to reduce voltage to capacity 
of bulb. See pages 4 and 6. 
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ALWAYS 
SPECIFY 
WHETHER 
CURRENT IS 
ALTERNATING 


ae 
OR DIRECT emg, 3 





a aa 





No. F-836—No. 14 Gauge 
Used for wiring to receptacles Bae ere, No. F-838 


Colors—Brown or Pearl. 


Resistance unit for one light. Usually sold 


No. F-837—No. 20 Gauge with candle holders intended for gifts, see 
Used for wiring candle sticks. page 6. 
Colors—Brown or Pearl. 
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ASSOCIATION 
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Always specify whether current is alternating or direct 





CORD 


SHIPMENTS: Always instruct whether shipments are to be made 
Freight, Express or Parcel Post, otherwise we will use our best 
judgment. All shipments F. O. B. Factory, Newark, N. J. 


BREAKAGE: All goods are packed by experienced packers. We do 
-not assume responsibility for goods lost or damaged in transit. 
Notify your carrier’s local agent at once if shipments are received 
in bad order. 


RETURNS: Do not return goods for any reason without specific in- 
structions from us. 


TERMS: Our terms are 1 per cent. 15 days, 30 days net, to concerns 
having a satisfactory financial rating. To others a 25% payment 
is required with the order, and the balance C. O. D, 


ALL PRICES are subject to change without notice. 
Orders are NOT subject to cancellation. 
Transportation and Boxing charges are extra. 
All agreements are contingent upon strikes, fire, accidents or other 
acts beyond our control. 
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PRINTED IN U.S. A. 


Decorate with cArtistic Lighting Equipment 
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